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PER CIGARETTE 

MARKET SAMPLE BRAND DATA & STATISTICS 

********************************** ***********:|;*** 1 t,*;j t: f.*i)t* > t. 5 )<* ) )t**;t! ********* 

PARLIAMENT LIGHTS 
KING SIZE PT2X 

FILTER HARD PACK 


ROW 

RUN-PORT 

PUFF-COUNT 

TPM 

WATER 

NICOT INE 

TAR 

1 ) 

21- 14 

6.97 

11.46 

1.21 

.68 

9.57 

2 > 

33- 4 

7.36 

10.60 

1.31 

.66 

8.63 

3) 

38- 14 

7,36 

1 1 .94 

1 .35 

.69 

9.90 

4) 

61- 10 

7.13 

11 .76 

1.33 

.68 

9.75 

5) 

78- 19 

7.24 

11 .04 

1.11 

.69 

9.24 

6) 

90- 5 

6.87 

10.72 

1-11 

.61 

9.00 

7) 

91- 9 

7.00 

9.96 

.96 

.63 

8.37 

.■■ 8 > 

112- 19 

7.07 

12.28 

1.13 

.72 

10.43 

9 > 

115- 14 

6.72 

11.74 

1.23 

.70 

9.81 

10> 

124- 12 

6.80 

10.88 

1.08 

.67 

9.13 

11) 

139- 13 

6.80 

10.96 

.98 

.66 

9.32 

12) 

144- 1 

7.38 

11 .78 

1 .33 

.72 

9.73 

13) 

163- 14 

6.89 

12.46 

1 .56 

.64 

10.26 

14 ) 

164- 5 

7.04 

11.02 

1.10 

.67 

9.25 

15) 

173- 4 

7.12 

12.14 

1 .36 

.71 

10.07 

16) 

192- 7 

6.72 

10.16 

. 1.03 

.64 

8.49 

17) 

200- 6 

7,31 

11.94 

1.35 

.70 

9.89 

18) 

207- 8 

6.78 

11 .28 

1 . 09 

.65 

9.54 

! 19) 

223- S 

6.81 

10.52 

1.00 

.66 

8.86 

20) 

227- 18 

6.77 

10.68 

1.05 

.60 

9.03 


STATISTICS ARRAV: 








TPM, 

PUFF-COUNT=PUFFS/CIGT 
WATER, NICOTINE & TAR®KG/CIG T 

MEAN 
CONFI . 
STAND. 
KC . V . 

INTER. 

DEV . 

7,00700 

.10251 

.22921 

3.27118 

11 .26600 
.32154 
.71893 
€.38185 

1.18350 
.07230 
.16168 
13.66100 

.66900 9.41350 

.01521 .25918 

.03401 .57955 

5.08407 6.15657 


************************************************************************ 

ROUNDED STATISTICS: 



PUFF-COUNT 

TPM 

WATER 

NIGQJINE 

w 






.03 



X 

7.0 C .If 

11.3 < .3) 

1 . 2 < . 1 > 

.67 < .02) 

9.4 ( 

. 3 ) 

S 

.2 

.7 

.2 

.03 

. 6 ‘ 


CV 

3.3 

6.4 

13.7 

5.1 

6.2 



************************************************************************ 

TO 

PM3001061215 
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PER CIGARETTE 

MARKET SAMPLE BRAND DATA & STATISTICS 

^ »L Jt X X ij kl> X X X X- X JL X X X X J. X X X X tb X X X X - b il. X X X X X X X «Xi X lb X X X X X« X Mi X X iU X X X X X X X X X X til X X X X X X X X x X X X 
T- T “ IP T T 1 *r ” W* ^ ip M|V If ^ If v IT- f m T jp ip af IJl If f If w If ^ If ip If fli ^ ^ T T* T ■T' ‘T 5 If If f T" If f If ^ If -f If If f If If lf7 , T'plffl t lfT^ 



PARLIAMENT LIGHTS 
KING SIZE PT4X 

FILTER SOFT PACK 


'ROM 

RUN- 

PORT 

PUFF-COUHT 

TPM 

WA 

TER 

NICOTINE 

TAR 

, 1 > 

i- 

7 

7.75 

12.30 

1 

.00 

. 78 

1 0 

.52 

. 2> 

12- 

19 

8.23 

12.76 

1 

.44 

.80 

10 

.52 

. 3) 

39- 

4 

7.62 

11.68 

1 

.42 

.71 

9 

.55 

4) 

44- 

14 

8.29 

12.20 

1 

.07 

.76 

10 

.37 

5> 

67- 

3 

8.11 

11.36 

1 

.35 

.71 

9 

.30 

6 > 

70- 

1 

8.06 

10.50 

1 

.39 

.80 

8 

.31 

- 7) 

82- 

1 

7.57 

12.08 

1 

.07 

.73 

10 

.28 

S> 

91- 

13 

7.80 

11 .36 

1 

.01 

.71 

9 

.64 

9 > 

100- 

13 

7.94 

11.96 

1 

.19 

. 76 

10 

.01 

.10) 

103- 

13 

7.80 

11.92 

1 

.10 

. 76 

10 

.06 

11) 

125- 

12 

7.63 

11.34 

1 

.13 

.69 

9 

.52 

12) 

1 38- 

9 

7.72 

11.74 

1 

.27 

. 76 

9 

.71 

13) 

151- 

8 

7.91 

10,72 


.99 

.63 

9 

.10 

14) 

168- 

9 

7.83 

11.08 

1 

.18 

.69 

9 

.21 

15) 

177- 

4 

8.21 

1 1 .88 

1 

.50 

.69 

9 

.69 

16) 

178- 

1 

7.90 

11.40 

1 

. 18 

.65 

9 

.57 

17) 

198- 

18 

7.80 

11.86 

1 

.10 

.67 

10 

.09 

18) 

201- 

16 

7.74 

11.56 

1 

.17 

.67 

9 

.72 

19) 

223- 

€ 

7.63 

12.14 

1 

.21 

-.7 6 

10 

.17 

:20> 

234- 

16 

7.41 

11 .OS 

1 

.52 

.67 

8 

.89 


STATISTICS ARRAY: 


PUFF-COUNT=PUFFS/CIGT 
TPM t WATER.. NICOTINE & TAR=MG/CIGT 


MEAN 

CONFI. INTER. 
STAND. DEV. 
SSC.V. 


7.84750 

11.64600 

1.21450 

. 72000 

9.71150 

.10573 

.24770 

.07529 

.02248 

.25444 

.23642 

.55388 

.16835 

.05026 

.56895 

3.01265 

4.75597 

13.86170 

6.98090 

5.85855 




ROUNDED STATISTICS? 



PUFF-COUNT 

TPM 

WATER 

NICOTINE 

,7<f. 

*6H- 

TAR 

V 

*12 

X 

7.8 < .1) 

11 .6 C .2 ) 

1.2 C .1> 

,72 C .02) 

9.7 C . 3 > 

S 

. 2 

.6 

.2. 

.05 

. 6 

cv 

3.0 

4.8 

13.9 

7.0 

5.9 


**+****J|tik*X***J|if**M:***i|ef**J|t***********i|t!|i***i(:*****)lt***f*<tif:>|t*;************* 

PM3001061216 


Source: https://www.industrydocuments.ucsf.edu/docs/zrjk0001 




PARLIAMENT LIGHTS 


F. HP. 


80nnn 





PM3001061217 


Source: https://www.industrydocuments.ucsf.edu/docs/zrjk0001 
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Source: https://www.industrydocuments.ucsf.edu/docs/zrjk0001 


































PAGE! 143 


PER CIGARETTE 

MARKET SAMPLE BRAND DATA «< STATISTICS 



fe******************^* ^^^ft**^******* *$**&*£*£ if-*^**H'*J£** 3 £*4:* ft* 4? ****** 

SARATOGA 

120 MM SGCM 

FILTER MENTHOL 


ROW 

RUN- 

PORT 

PUFF' 

-COUNT 

TPM 

WATER 

NICOTINE 

TAR 

1) 

11- 

20 

12 

.79 

19 

.12 

2 

.05 

1 

. 1 0 

1 5 

.97 

2) 

24- 

13 

12 

.86 

20 

.66 

2 

.01 

1 

.24 

1 7 

.41 

“ 3 > 

29- 

14 

13 

.49 

18 

.02 

1 

.56 

1 

.06 

15 

.40 

4 ) 

36- 

13 

12 

.80 

18 

.80 

1 

.75 

1 

. 1 1 

15 

.94 

5? 

54- 

18 

12 

.99 

1 9 

.08 

1 

.77 

1 

.13 

16 

.18 

6) 

59- 

4 

13 

.25 

19 

.82 

2 

.08 

1 

.16 

1 6 

.58 

7 > 

75- 

15 

12 

.38 

18 

.24 

1 

.91 

1 

.08 

15 

.25 

8 ) 

94- 

18 

12 

. 96 

1 9 

. 86 

2 

.21 

1 

.09 

16 

.56 

9) 

104- 

16 

12 

.29 

18 

.04 

1 

.61 

1 

.05 

15 

.38 

10) 

115- 

4 

1 1 

.95 

1 7 

.14 

1 

.65 

1 

.01 

14 

.48 

l i > 

134- 

1 1 

12 

.90 

16 

.90 

1 

.66 

1 

.04 

14 

.20 

12) 

141- 

20 

12 

.48 

19 

.74 

2 

. 14 

1 

. 14 

16 

.46 

13) 

161- 

5 ' 

12 

.02 

18 

.56 

1 

.93 

1 

.06 

15 

.57 

14) 

164- 

9 

12 

.24 

1 7 

.38 

1 

.66 

1 

.00 

14 

.72 

15 ) 

1 73- 

19 

1 2 

.56 

19 

.02 

1 

.81 

1 

.05 

16 

.16 

16) 

192- 

17 

12 

.33 

19 

.46 

1 

.89 

1 

.12 

16 

.45 

17) 

208- 

3 

12 

.49 

19 

.72 

2 

.02 

1 

.12 

16 

.58 

18) 

211- 

20 

12 

.05 

1 7 

.54 

1 

.83 


.99 

14 

.72 

19) 

231- 

19 

12 

.97 

19 

. 48 

1 

.96 

1 

. 09 

16 

.43 

20) 

236- 

2 

12 

.82 

20 

.10 

2 

.65 

1 

.07 

16 

.38 


STATISTICS ARRAYi 

PUFF-CGUNT=PUFFS/C IGT 
T PM ) WATER. NICOTINE & T AR=M G/CIG T 


MEAN 


12.63100 

18.83400 

1.90750 

1.08550 

15.84100 

CONFI . 

INTER. 

.18730 

.47765 

.11383 

.02634 

.37828 

STAND. 

DEV. 

.41881 

1.06806 

.25454 

.05889 

.84585 

%C . V . 


3.31570 

5.67094 

13.34392 

5.42525 

5.33962 


* * ^ ****** jfr ****** Jft ******* 4$c ******** tp #; ******* Ht ************ £***•'****$**#**#* * 


ROUNDED STATISTICS: 



PUFF-COUNT 

TPM 

WATER 

NICOTINE 

(.12. 

.00 


X 

12.6 < .2) 

18.8 < .5 ) 

1.9 C . 1 > 

1 .09 < .03) 

15.8 < 

S 

.4 

i .1 

.3 

.06 

. 8 

C¥ 

3.3 

5.7 

13.3 

5.4 

5.3 



PM3001061219 


Source: https://www.industrydocuments.ucsf.edu/docs/zrjk0001 
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PER CIGARETTE 

MARKET SAMPLE BRAND DATA t. STATISTICS 





SARATOGA 

120 MM SGCX 

FILTER 


ROW 

i 

RUN- 

PORT 

PUFF-COUNT 

TPM 

WATER 

NICOTINE 

TAR 

i i> 

14- 

1 9 

12.98 

18.20 

1.39 

1.12 

15.69 

! 2) 

15- 

15 

12.73 

18.68 

l .93 

1.08 

15.67 

i 3) 

40- 

17 

12.70 

18.64 

1 .78 

1 .10 

15.76 

4 > 

43- 

14 

12.41 

18.94 

i .76 

1 .07 

16.11 

i 5 > 

59- 

5 

13-04 

18.48 

1 .96 

1 .08 

15.44 

; 6) 

62- 

3 

12.70 

19.74 

2.23 

1.13 

16.38 

; 7> 

79- 

20 

13.00 

18.88 

1 .66 

1 .08 

16.14 

! 8 ) 

96- 

1 0 

13.09 

20.88 

2.12 

1 .22 

17.54 

1 9) 

97- 

3 

13.22 

18.18 

1 .87 

1.11 

15.20 

j 10) 

98- 

9 

13.09 

18.26 

1.87 

1 .10 

15.29 

; n> 

129- 

18 

11.94 

19.08 

1.88 

1 .09 

16.11 

; 12) 

134- 

5 

12.50 

17.56 

I .60 

1 .05 

14.91 

13) 

166- 

11 

13.44 

18.92 

2.04 

1 .06 

15.82 

14) 

167- 

2 

13.47 

19.54 

1 .97 

1 .10 

16.47 

! 15) 

189- 

10 

14.27 

19.86 

2.05 

1.17 

16.64 

16 ) 

192- 

3 

13.44 

20.84 

2.11 

t .22 

17.51 

1 ?) 

196- 

10 

13.07 

18.06 

1.72 

1 .04 

15.30 

18) 

197- 

4 

12.74 

19.42 

2.15 

1 .05 

16.22 

i i9> 

220- 

10 

12.76 

18.90 

1 .61 

1.13 

16.16 

20) 

237- 

17 

13.04 

18.10 

1 .43 

1 .09 

15.58 


STATISTICS ARRAY 5 


PUFF-COUNT =PUFFS/C IGT 
TPM / WATER/ NICOTINE & TAR=MG/C IGT 


MEAN 


12.98150 

18.95800 

1.85650 

1.10450 

15.99700 

CONFI. 

INTER. 

.21489 

.39484 

.10557 

.02250 

.31037 

STAND. 

DEV. 

.48052 

. 88289 

.23607 

.05031 

.69401 

r.c . v. 


3.70156 

4.65707 

12.71588 

4.55520 

4.33839 


************************************************************************ 


ROUNDED STATISTICS! 



PUFF-COUNT 

TPM 

WATER 

NICOTINE 

/■' t 

TAR 

*7° 

X 

13.0 < .2) 

19.0 < .4 ) 

1.9 < . 1 > 

1.1 0 < .02) 

.05 

16.0 < 

S 

.5 

.9 

.2 

. 7 

cv 

3.7 

4.7 

12.7 

4.6 

4.3 



PM3001061220 


Source: https://www.industrydocuments.ucsf.edu/docs/zrjk0001 
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=. PER C IGARETTE f o 

MARKET SAMPLE BRAND DATA 4 STATISTICS jL^-J 

*********** ********> 1 :*:* 

VIRGINIA SLIMS 

100 MM VS8X 

FILTER 


ROW 

RUN- 

PORT 

PUFF-COUNT 

TP.H 

WATER 

NICOTINE 

TAR 

1 > 

6- 

9 

9,04 

17.80 

2.04 

1 .01 

14 

.75 

2) 

15** 

3 

8.78 

16.86 

1 .88 

.95 

14 

.03 

3 > 

41- 

10 

8.52 

16.68 

1.81 

.95 

13 

.92 

4 ) 

48- 

1 

9.19 

18.24 

2.47 

1.01 

1 4 

.76 

5) 

56- 

20 

8.79 

19.60 

2.52 

1.01 

16 

.07 

6) 

67- 

■ 17 

8.60 

18.00 

2.22 

. 96 

14 

.82 

?> 

81- 

6 

9.05 

16.96 

1 .97 

1 .00 

13 

.99 

* 8) 

92- 

S 

8.00 

17.68 

2.01 

.98 

1 4 

.69 

9) 

100- 

18 

8.79 

18.54 

2.18 

1 .03 

15 

.33 

10) 

107- 

18 

9.43 

18.16 

2.08 

1.02 

15 

.06 

1 1 ) 

121- 

9 

8.40 

17.18 

2.00 

.93 

14 

.25 

12) 

130- 

14 

8.46 

17.64 

1 .98 

.95 

14 

.71 

13) 

155- 

20 

8.40 

18.14 

2.19 

.96 

14 

.99 

14) 

156- 

12 

8.49 

18.62 

2.11 

1.01 

15 

.50 

15) 

187- 

11 

8.94 

17.60 

2.14 

.94 

14 

.52 

16) 

1 88- 

11 

8.62 

19.46 

2.52 

1.00 

15 

. 94 

17) 

193- 

11 

8.89 

18.18 

2.50 

.95 

14 

.73 

is> 

210- 

20 

9.68 

18.52 

2.17 

1 .01 

15 

.34 

19) 

222- 

is 

8.48 

16.84 

1 .76 

.90 

14 

.18 

20) 

233- 

13 

8.81 

19 .64 

2.46 

1 .00 

16 

.18 


STATISTICS ARRAY! 

PUFF-CGUNT = PUFFS/C IGT 
TPM/ WATER, NICOTINE G TAR=MG/CIGT 


MEAN 


8.76800 

18.01701 

2.15050 

.97850 

14.88800 

CONFI . 

INTER. 

.17400 

.39776 

.10589 

.01611 

.30169 

STAND. 

DEV. 

.38908 

.88943 

.23679 

.03602 

.67460 

ZC .V. 


4.43753 

4.93661 

1i.01079 

3.68141 

4.53114 


ROUNDED STATISTICS? 



PUFF-COUNT 

TPM 


WATER 

NICOTINE 

m 






.oy* 

• 7 

X 

3.8 < .2) 

18.0 < 

.4 ) 

2.2 < . 1 > 

.98 < .02) 

14.9 C 

S 

. 4 

.9 


.2 

.04 

. 7 

CV 

4.4 

4 .9 


11.0 

3.7 

4 . 5 



********************** ^J***********:**:*;*******************#*****)*#******** 



PM3001061221 


Source: https://www.industrydocuments.ucsf.edu/docs/zrjk0001 
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PER CIGARETTE /? C 

MARKET SAMPLE BRAND DATA & STATISTICS /O-O 

*%******!|t%**!i!*****:t!>|t*:t<=J<i*>)i*>H>l<*************Jii:)C!ts*****Ht**J(:***:i<*>)!Jt'***l}t*%>l<*** * * 

VIRGINIA SLIMS 

100 MM VS8M 

FILTER MEMTHOL 


ROW 

RUN- 

PORT 

PUFF-COUNT 

TPM 

WATER 

NICOTINE 

TAR 

1 ) 

2- 

17 

8.61 

19.52 

2.55 

1.03 

15.94 

2) 

15- 

5 

8.03 

17.02 

1.86 

:95 

14.21 

3) 

38- 

3 

8.44 

17.42 

2.03 

.93 

14.46 

4 > 

47- 

20 

8 .68 

17.22 

1.88 

.96 

14.38 

5) 

52- 

8 

9.07 

17.54 

2.08 

.96 

14.50 

6) 

59- 

18 

7.80 

16.86 

1.78 

.91 

14.17 

7) 

81- 

13 

8.54 

18.72 

2.21 

1.03 

15.48 

8) 

82- 

2 

9.10 

18.48 

2.20 

1.01 

15.27 

9) 

99- 

10 

8.78 

17.96 

2.07 

.98 

14.91 

10) 

104- 

14 

8.70 

16.08 

,1.50 

.92 

13.66 

1 1 > 

1 35- 

12 

8.50 

1 7.26 

2.01 

.93 

14.32 

12) 

138- 

11 

9.23 

17.14 

1 .90 

.97 

14.27 

13) 

151- 

10 

9.01 

16.90 

2.08 

.91 

13.91 

14) 

152- 

to 

8.44 

16.60 

1 .86 

.90 

13.84 

15 ) 

172- 

3 

8,60 

16.82 

1 .87 

.91 

14.04 

16) 

191- 

3 

9.04 

18.02 

1.94 

.99 

15.09 

17) 

197- 

16 

8.80 

1 7.54 

2.13 

.91 

14.50 

18) 

204- 

5 

8.88 

18.96 

2.41 

1 .02 

15.53 

19) 

218- 

11 

8.53 

18.18 

2.09 

.95 

15.14 

20 ) 

235-: 

15 

8.80 

18.60 

2.46 

.93 

15.21 


STATISTICS ARRAYS 

PUFF-COUNT=PUFFS/CIGT 
TPM/ WATER/ NICOTINE S< T AR = MG/C IG T 


MEAN 


8.67900 

17.64200 

2.04550 

.95500 

14.64150 

CONFI . 

INTER. 

.15716 

.39704 

.11008 

.01917 

.28493 

STAND. 

DEV. 

.35143 

.88781 

.24614 

.04286 

.63712 

XC.Y. 


4.04922 

5.03236 

12.03315 

4.48779 

4.35145 


ROUNDED STATISTICS? 



PUFF-COUNT 

TPH 

WATER 

NICOTINE 

*S7 

TAR 





.04- 


X 

8.7 < .2) 

17.6 ( .4 ) 

2.0 < . 1 ) 

.36 C .02) 

14.6 C 

S 

.4 

.9 

.2 

. 04 

. 6 

cv 

4 . 0 

5.0 

12.0 

4.5 

4.4 



fc*********************************************************************** 



PM3001061222 


Source: https://www.industrydocuments.ucsf.edu/docs/zrjk0001 




Sx 

■X.5 'X 



■MKMMBBplWBijgM Mg|| 



-S' t>7 

574 

<436 

4^.7 

f'JO 

.46.6 


. S 6SO 


3^ 

. i,7S 




! l£3 


1^1 

x - 

tu' 

•j 

t 

1 




0 '/ 

OS 


5S8 

( 5 ^ 

/ 0^0 

zcr,® 

SB5.: 

405 

^.6.6/ 



is 121 Ob 0 
?! 733 53^0 

;:.-• | 20 ; 

i! ! 

U 8 605 

i: 1 0,4 


PM3001061223 


Source: https://www.industrydocuments.ucsf.edu/docs/zrjk0001 
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